Human Interleukin-10 
Ultrasensitive (hIL-10 US) 

ELISA Kit 

KHC0104 (one plate kit; 96 determinations) 

KHC0IO3 (two plate kit; 192 determinations) 

KHC0104C (one plate kit; 480 determinations) 

<0.2 pg'mL 

0.781 - 50.0 pg/mL 

This assay has been calibrated tD WHO reference preparation 92/516 (NIBSC, 
Hertfordshire, U.K., EN6 3QG). One microgram equals 13,200 units. 


Incubation Time: 

4 hours 

Simple: 

Pre-coated strip-well plates 

Liquid stable conjugate, chromogen and stop reagents 

Sample size: 50 pL 

Accurate: 

Inter-assay CV: <7.8% 

Intra-assay CV: <4.5% 

Economical: 

One, two, or five 96-well plates, plus reagents for 96, 192, or 480 determinations. 
Reagents are stable for multiple runs. 

Versatile: 

Serum, plasma, tissue culture supernatant, or buffered solutions. 


Human IL-10 Ultrasensitive ELISA Kit Summary Protocol 

1. Add 100 pL standards or controls to appropriate wells. For serum, plasma, or cell culture supernatant 
samples, add 50 JJ.L of standard diluent to the appropriate wells followed by 

50 (.iL of sample. 

2. Incubate wells at 37°C for 2 hours. 

3. Aspirate and wash wells 4x with Working Wash Buffer. 

4. Add 100 pL antigen-specific Biotin Conjugate to each well. 

5. Incubate for 1 hour at room temperature. 

6 Aspirate and wash wells 4x with Working Wash Buffer. 

7. Add 100 pL Streptavidin-HRP Working Conjugate to each well. 

8. Incubate 30 minutes at room temperature. 

9. Aspirate and wash wells 4x with Working Wash Buffer. 

10. Add 100 pL of Stabilized Chromogen to each well. 

11. Incubate at room temperature for 30 minutes, protected from light. 

12. Add 100 pL of Stop Solution to each well. 

13. Read absorbance at 450 nm. 
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